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EPS-5988 
Cop y 3 o f 5 


9 Decesfcer 1958 


fhe Perkin- Elmer Corporation 
Stain Avenue 
loarwaJic, Connect lent 

Gentlemen : 

Deference is to paragraphs b. and c. of PART Z of the 
Se feeflale under Contract So. Ef- 32-27 • 

the referenced paragraphs described in general, the Government - 
f^miahed equipment add amteflrial that is being made available to 
tike Contractor for use under the subject contract . In order to 
fe« more specific, it is deemed appropriate that a complete desc r iption 
of the Government-furnished property be made a matter of record 
by t Me letter which shall be come a matter of record in the contract 
file. 

ftp records indicate that the e<ju iptrfcsnt and/ or materials set 
forth In the attachment to this letter have been furnished to the 
Contractor » Contractor Is requested to review this list and by 
written reply indicate concurrence. If there are any additions 
or deletions which should be made to this list please advise. 
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- Contract HP- 32-27 w/cy 1 DPS-5915 & 6092 T & P Sec. 

- AF Auditor, Walt Gross 

- Chrono 


i 


r.;f 


JV.ENTNO. 
mange in class. 
- C!. ASSIFIFD 



HANC3KD TO: TS S 
II VV DATE: 




r; 


:WE3:_ .037169 


Approved For Release 2002/08/07 : jQIArRpe81B00878R0001 00060033-4 





‘81 B00878R0001 00060033-4 


Approved For Release 2002/08/07 : CFA-1 

Ooveraaeat-Fumiahed Eqjiipiaent and 
Material under Contract No. HF- 32-27 


A. EQUIPMENT 
Part Mo. 


PB-152-OX16 


PB-152-0005 
, ho~73516o 
(. 80-735375 
HO-7355^0 
80-735559 

i HQ-735300 


( E3-735-420 

"if HO-735^5 
V: 28-733576-1 
v hk-7338"i'6-2 


Description 


73 C Configuration, Serial So. k 
300" Collimator, with container 
Mark I Hand Control 
Computer 

Teat Set, Electrical 
Stand, Colliaatory Model 73 C 
Bo*, Electrical Teat, Model 73C 
Teat Set, BC I Stabilisation 
Stand, Configuration Preflight - 
Qart, Paver for "C” Configuration. 
Teet Set, Printed Circuit Board 
Torque Drive, Pitch 
Torque Drive, Roll & Yav 




atity 

1 / 

O V 


2 
6 ^ 
6 

1 t/ 

1 

1 1 / 

1 i/ 
1-' 

1 
1 
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B. MATERIAL 


Part No. 


Deacriptlon 


^aantlty 


> 157-1121 
) 157-1123 
i 157-1012 
/ 155-0004 
% 155-OOlt 
r. 155-0007 
155-0006 
f 155-0099 
153-0001 
HI-0966 & 
,111-0967 


Projection Group 
Field Assembly 
mJoav Mirror 
Scanning Mirror 
Priaary Mirror 
”0" Mirror 
rt H* Mirror 
“I* Mirror 
Memory Units 

Blanks for ”G” & "E” Window 


5 7 

5^ 

5 v 

7 v 

10 

8 

6 

6 t. - 

6 

5 


la addi tion to the above, the following component part# for 157-1121 and 
157-1123 shall be furnished. 


Part No. 

\ Quantity 

/ 157-HOI 

2 </' 

0 157-1102 

3 - 

157-1103 

3 v- 

157-1104 

3 v 

157-1105 

3' 

( 157-1107 

2 ^ 

, 157-1108 

3 - 

157-1109 

1 j> 

157-Uio 

2 

157-1111 

1 V 
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, 157-H13 1 t. 

157-U14 2 „ 

157-U15 3 , 

157-1116 3 

ixi addition to the above, the following glass blanks ahall be furnished: 


Calefesa Fluoride, 3.36" dia. x 1.5* thick 
Oaleitas Fluoride, 3* 6” dia, x 1 . 45 " thick 
1 AK -9 Bkiaks, 3 - 10 ” dia. x .9" thick 
" * 3- 50*' dia. x .*5" thick 

" " 3 . 5 *’ dia. x . 40 ” thick 

3*60 m dia. x .$8" thick 

Blanks for Scanning Mirror (two ( 8 ) of these an 
Blanks for Primary Mirror (one (l) of these is 

'Phaed Quarts Blanks, 8 " dia. x 1 l/ 2 * thick 57 ^ 
Fbaed Quart* Blanks, 6" dia. x 3/4” thick 
Blank #6814, 4 l/g" dia. x 3/4" thick 
Blank #6820, 3 l/2" di*. x ? thick 
Blank # 68 J?, 3 l/g" dia. x 1" thick 


of these are damaged) 
of these is damaged) 
thick J>Pp - X&JS 
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